[2024-05-28T07:06:16.091833Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T07:06:16.092410Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@7.service/4226760
[2024-05-28T07:06:16.092638Z] [info] Starting isotovideo container
[2024-05-28T07:06:16.094751Z] [info] isotovideo has been started (PID: 1269)
[2024-05-28T07:06:16.095492Z] [info] 1269: WORKING 4226760
[2024-05-28T07:34:15.832645Z] [info] Uploading clone-autoinst.xml
[2024-05-28T07:34:15.867574Z] [info] Uploading clone-installedSystem.xml
[2024-05-28T07:34:15.892536Z] [info] Uploading clone-y2logs_clone.tar.bz2
[2024-05-28T07:34:15.975737Z] [info] Uploading logs-logs.tar.bz2
[2024-05-28T07:34:16.020260Z] [info] Uploading repos-y2logs.tar.bz2
[2024-05-28T07:34:16.095808Z] [info] Uploading wicked-wicked_logs.tgz
[2024-05-28T07:34:16.125508Z] [info] Uploading video.webm
[2024-05-28T07:34:16.178878Z] [info] Uploading autoinst-log.txt
[2024-05-28T07:34:16.220862Z] [info] Uploading worker-log.txt
